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Base Your Planning on STANDARD UNITS | 


By planning to use standard products in your 
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new construction, you can make more accurate 
cost estimates. Once power apparatus is ‘‘pack 
aged,”’ it can be priced and delivered on the same 


definite basis as a watthour meter, a motor, or a 
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innumerable customers, and by co-ordinating 


studying the requirements of 


our manufacturing facilities, we can offer at a 
saving to you thousands of arrangements and 


ratings but using relatively few different parts. 
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This is the heart of General Electric's repetitive 


manufacture program. fine 
Take unit substations, for example. When swt 
standard types and ratings are specified, we can 143 
inform you immediately as to costs and delivery : 
schedules. And further standardization progress = 
which can be made possible only by your co -e 
operation will enable us to extend the ad svtid 
vantages of accurately predictable investment ca | 
cost to almost all heavy power apparatus a 
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Bituminous coal production in 1944 
rpassed that of the previous year by 
Imost 30,000,000 tons and came within 
few million tons of meeting 1944 de- 
pands. but the supply for the coal year 
nding March 31, 1945, particularly of 
wh grade coals, is expected to draw 
own the national stockpile to slightly 

« than one month’s requirements, ac- 
ording to Solid Fuels Administrator 
jarold L. Ickes. 

\dding to the precarious position an- 
icipated for the nation’s coal supply 
ext April 1 is the fact that the exist- 
ng contract under which the United 
{ne Workers union is operating will 
spire at the end of this coal year, set- 
ng the stage for a repetition of the 
13 strikes which cost about 35,000,000 
tons of coal. 

At least one government official inti- 
mately concerned with coal production 
is optimistic about the possibility of 
woiding a strike next spring, ELectri- 
cs Wortp learned this week. Accord- 
ing to this official, coal operators and 
UMW negotiators are already discussing 
the new contract, and present indica- 
tons are that there will be no work 
“oppage or one not exceeding two or 
three days. 

Bituminous output through December 
16 totaled 598.695.000 tons, or almost 
1,000,000 tons ahead of the output for 
al of 1943. Prospects for production of 
11,000,000 tons in each of the two re- 
naining weeks of 1944 were considered 
poor in view of the holidays, but 1944 
output was expected to reach about 















soft Coal Supply Dwindles 
Despite Rise in Production 


44 Output Surpassed That of 1943 about 30,000,000 Tons—Estimates 
Coal Year Ending March 31 Are Production 617,000,000 Tons, Con- 
ymption 621,000,000—Expiration of Miners Contract May Bring Strike 


617,000,000 tons or slightly more. Total 
use for the year is expected to be about 
621,000,000 tons. 

Total use for the coal year is ex- 
pected to reach 626,000,000 tons, and 
the deficit to range between 10,000,000 
and 16,000,000 tons. An SFA spokes- 
man said the demands for increased war 
production would boost consumption 
during the coal year, but foresaw no 
comparable increase in production. 

The shortage of by-product coals, 
most of which are mined in Districts 7 
and 8 had become sufficiently pressing 
to bring SFA to WPB for a decision on 
whether the latter should compile a list 
of priority customers for this fuel, with- 
out which coking, gas and many chemi- 
cal plants cannot operate. No such 
priority list is anticipated immediately, 
it was learned, the disposition of both 
WPB and SFA being to fill the most 
pressing needs first and substitute coals 
of lesser quality to users who can get by 
without the by-product fuels. Attempts 
will be made to bring all “must” users 
of by-product coal up to 30 days’ supply 
by April 1. This, it is anticipated, will 
cause the diversion of by-product coal 
from those users who have large stock- 
piles and who can get along with lesser 
fuels. 

An Office of War Utilities spokesman 
declared that SFA’s realization of the 
position of railroads and electric utili- 
ties is “encouraging” and is based on 
the fact that each industry must be kept 
operating at sufficient capacity to meet 


all war and essential civilian needs. 
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which in most instances means “at 
capacity.” 

However, electric utilities, averaging 
80 days’ supply of coal nationally, must 
expect stockpile drawdowns, at least in 
byproduct coals. 

One such directive already has been 
issued, affecting industrial users of coal 
mined in Indiana, Illinois and Western 
Kentucky who have from 91 to 120 
days’ supply on hand. Those with more 
than 90 days’ supply will be allowed to 
purchase only 80 percent of their 
monthly burn, while those with more 
than 120 days’ will be allowed to pur- 
chase only 60 percent monthly. 

Another directive was issued this 
week prohibiting commercial and indus- 
trial users of bituminous coal who have 
more than 30 days’ supply from receiv- 
ing shipments from New England tide- 
water docks. Customers who have less 
than 30 days’ supply will be allowed to 
buy only enough to raise their stocks 
to that level. Relatively few electric 
companies in New England buy from 
dock operators, however. 

Exceptions to Petroleum Distribution 
Order 13, under which oil is being 
made available to East Coast power 
plants whose capacity could be replaced 
by coal-fired capacity, are expected to 
be continued as long as possible despite 
the increasing shortage of residual fuel 
oil. Military demands for oil and pe- 
troleum products in Europe will govern 
availability of fuel oil for generation. 


E. R. de Luccia Made Chief 
of FPC Bureau of Power 


FE. Robert de Luccia has been named 
chief of the Federal Power Commis- 
sion’s Bureau of Power under which the 
former Bureaus of Water Power and 
Electrical Engineering will be consoli- 
dated, January 3, in a move to bring all 
FPC electric power engineering activi- 
ties under unified direction. 

Formerly assistant chief of the Bu- 
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reau of Electrical Engineering and as- 
sistant director of FPC’s National De- 


fense Power Staff. de Luccia was 
released recently with the rank of lieu- 
tenant colonel from the Army. where he 
has served since March, 1942. 


Rehearing Denied Co-op 
In Arkansas Controversy 


Arkansas Department of Public Utili- 
ties has denied Petit Jean Electric Co- 
operative’s petition for re-hearing of the 
department’s order of November 8, 
granting Arkansas Power & Light Co. 
rural territory in Faulkner and Conway 
counties. The co-op had sought alloca- 
tion of the territory to it. A.P.&L. ap- 
plied for territory to construct 113 miles 
in Conway and 83 miles in Faulkner 
county. 

The co-op’s petition for re-hearing 
stated that it had been delayed in in- 
troducing testimony to the effect it 
would make electric service available to 
“every farmer in areas served by it” be- 
cause at thestime of the hearing the 
REA had not announced its post-war 
policy. 

“No such service is offered or con- 
templated by A.P.&L.” the petition 
stated, “because such a venture cannot 
be made with any reasonable hope of 
profit.” 


WPB Authorizes 35,000 
Ranges Per Quarter in ‘45 


Production of 35,000 domestic elec- 
tric ranges per quarter during 1945 has 
been authorized by WPB. of which 35 
percent will be allocated to govern- 
ment users with the remainder going to 
institutions and individuals who certify 
need and who do not require additional 
wiring. 

The 1945 program is about 52,000 
units larger than that authorized for 
this year, but only about 76,000 of the 
88,000 authorized for manufacture in 
1944 will be produced. 


Alabama Power Reveals 
$6,000,000 Rural Program 


Ninety-five percent of the farms in the 
55 counties served by the Alabama 
Power Co. will have electric service 
available when the $6,000,000 post-war 
rural electrification program of the 
company is complete, President Thomas 
W. Martin has announced. 

Preliminary work has already been 
done in 44 of the 55 counties, and the 
work of setting the poles has started in 
four. 
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Her Intentions Were Goon, but 
nevertheless it took C. A. Parks, credit 
manager of the Southwestern Gas & 
Electric Co. at Shreveport, La., some 
time to straighten out the accounts of 
the proprietrix of a local cafe. When 
sent a second notice to pay her light 
bill of over $60., the woman came to 
the office in great indignation and 
claimed that she had already paid the 
bill. After some questioning, she said 
that she had put the money in the slot 
provided for customers who find it 
more convenient to pay bills after 
closing hours. Furthermore she claimed 
having had great difficulty in forcing 
the envelope of money into the 
slot. An investigation proved that she 
was telling the truth. She had forced 
the money into an outlet vent for the 
air-conditioning system. Her account 
was adjusted when the money was recov- 
ered intact. 


Suort Wave Rapio equipment on the 
car of a line foreman of the Central 
Power & Light Co. played an important 
part when two_Navy planes crashed in 
mid-air recéntly near Corpus Christi, 
Tex. The foreman saw the planes col- 
lide and notified the district engineer 
who called Navy emergency. Rescue 
planes and ambulances were on the 
scene in a matter of minutes. 


To Tue Victor Gores THE FRANCHISE, 
and the victor is Iowa Public Servyicé 
€o., East Division, which since August, 
1935. has won electric franchises in 19 
Iowa towns without losing a single elec- 
tion. 


Greorce W. Norris is the name of a 
Liberty ship launched recently at 
Brunswick, Ga. It was named for the 
man who championed the Rural Elec- 
trification Act and the Tennessee Valley 
Authority. 


Evectric Customers in Richmond. 
Va., reached a new high in October, 
the Chamber of Commerce has reported. 
Total customers numbered 71.611] in- 
cluding 61.955 residential and 9,656 
commercial. 


CONSTANT TRAVELERS who refer to 
railroad coaches as their home will find 
them keeping pace with other electrical 
homes in the days after the war. Un- 
der consideration for passenger coaches 
of tomorrow are air conditioning, elec- 
trically refrigerated water coolers, elec- 
trostatic air cleaners, increased fluores- 
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i pyinc 
cent lighting. A 20-kw. power p), elon 
will be used on each car. West Law 


house Electric & Manufacturing (‘o, }, 
developed an axle-driven 76-volt gelmmrhile 
erator to serve a 64-volt car power of Cons 
tem instead of the 32-volt system nqiMyrenc’ 
in use. An a.c. motor will be built infiliite in 
the generator frame to drive the venerfih.don¢ 
tor when the train is not moving. ‘I’ priibona! 
vide a.c. current for fluorescent |igifii& gonc 
ing a new lightweight motor generatim (ita 
set has been developed. tric 
‘egot 

For Savine Lives, 20 employees Men #! 
the Consolidated Edison System Combec 
panies recently were awarded Meritogima to 
ous Service Certificates, bringing tims ab 
total awards made since 1926 to 75fle ar 
All awards were made for extr@metier 
ordinary bravery and good judgmegmicct. 
in crises. Emergency crews, who in thigh : 
course of their work annually sayier 


hundreds of lives through the use of th nile 
inhalator and prone pressure resuscimippr 
tation, (are excluded from the awardiipar! 
because such -rescues are in connectiofi/ to | 


with their work. Another employee re 
ceived a certificate for extinguishin 
a fire in an apartment house while visi 
ing it on company business. 





$500 IN Monty Orvers, part of thgpeu 
loot from a robbery, October 8, of th 
Aurora, Ind., post office, was foun 
last month by T. L. McDonough, an i 





















spector of cables and manholes for th@jjove! 
Kansas City Power & Light Co. Maijpave 
Donough found tthe orders neatlgjo 
tucked away in an alley installatioggit! 
in downtown Kansas City and turneqj in 
them over to a postal inspector. ti 
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Wire Is Too VALUABLE to the Ameri 
can armies in France to be allowed 
to go to waste. The Signal Corps ha 
organized a salvage unit which unti 


the end of November had salvageqyy ' 
5.000 reels of Spiral-4 and 15,000 mileqy?! 
of field wire. A by-product of the uni L 
has been many constructive suggestion ch 





for laying wire so that it will not b 
damaged by tanks and trucks. 
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Greorcia Is Becomine electric con 
scious. Figures released by the Georgia \ 
Power & Light Co. show that fror 
December 31, 1941 until September 30 
1944, customers increased 26 percent 
from 10,188 to 12,892 and domesti 
water heaters 64 percent from 998 to 
1,637. During the same period, the 
average annual consumption per domes- 
tic customer has risen from 1,159 to 
1,470 kw.-hr. 
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ario Sees Ottawa 
as Source of Power 


wince Selects 6 Sites for 
lopment While Awaiting 
lawrence Seaway Project 


ile certain United States Serators 
Congressmen plan to bring the St. 
ence seaway and power project to 
ein the next Congress, Ontario has 
ndoned all hope of such an inter- 
nal project in the near future and 
gone ahead with plans to develop 


Ottawa River as a source for hydro- . 


tric power. 

gotiations are being carried on be- 
the Provinces of Ontario and 
bec which are separated by the Ot- 
,to develop six sites. The norther- 


« above Mattawa, Ontario, where the - 


- and Fourneau Rapids are close 
ther. will be developed as one 
ject. The other sites from north to 
» are Des Joachims, Paquette, 
yer Fendu, and Carillon, less than 
niles from Montreal. 

\pproximate figures given to enable 
parisons of the sites to be made but 
to be confused with dependable or 
willed capacity of a power plant, 
yy the estimated continuous capaci- 
sof the sites in horsepower to be Cave 
» Fourneau. 111,420; Des Joachims, 
800; Paquette. 38,840; Rocher 
du, 146.740; and Carillon, 256,100. 
ith a working agreement between 
provinces taken for granted, con- 
ction is to begin as soon as the war 
wer and manpower and materials 
available. The site at Des Joachims 
0 be developed first though it is 
ptful if development at the Carillon 
in which the Quebec government is 
interested would be allowed to lag. 
ario Premier George Drew has said 
is my belief that the great triangle 
ween the Ottawa and upper St. 
rence Rivers will become an indus- 
:} empire based upon the power and 
materials of the north. This de- 
pment, combined with that of the 
Lawrence, would give Ontario un- 
ched attraction for new industry— 
er, raw materials, and seagoing 
sport.” 
There is every indication that On- 


bes Joachims 
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tario is willing to participate in the de- 
velopment of the St. Lawrence but feels 
that this international development will 
take such a long time that in the interim 
the Canadian projects can be developed 
and used to great advantage. 

Dr. Thomas H. Hogg, chairman of the 
Hydro-Electric Power Commission of 
Ontario, has indicated that there need 
be no fear that the projects would pro- 
vide a great surplus of power. 


Clark County, Nev., Sues 
State for Boulder Money 


Seeking a legal showdown in a long- 
standing controversy over the distribu- 
tion of Boulder Dam revenues, Clark 
County, Nev.. recently filed suit against 
its parent state demandmg $1,246,300 
and a declaratory judgment that would 
forever entitled it to share in the $300.- 
000 which Nevada receives annually 
from the government. 

The judgment is sought on the 
grounds that Clark County is entitled 
to share in the Boulder Dam receipts in 
order to compensate it for the taxes lost 
when the county gave the government 
the land for the dam. 

The $1.246.300 demanded by the 
county represents a lion’s share of the 
$1.560.000 which Nevada has received 
since payments first began in 1938. The 
case is expected to eventually reach 
the state supreme court. 


Rural Telephony Survey 
Underway among Co-ops 


The National Rural Electric Coopera- 
tive Association has mailed to all elec- 
trification cooperatives a questionnaire 
aimed at determining the interest of 
these bodies in rural telephony. 

NRECA  Secretary-Treasurer Avery 
C. Moore said the questionnaire would 
seek information as to the number of 
REA co-op members with and without 
phone service, breaking down subscrib- 
ers by type of service, and data on rates, 
quality of service and the degree to 
which co-ops would be interested in ex- 
tending such service. 
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Wisconsin Electric Power 
Loses Income Tax Case 


The Wisconsin board of tax appeals 
has announced income tax levies against 
the Wisconsin Electric Power Co., 
amounting to about $165,000, exclusive 
of interest and penalties, in one of the 
largest tax appeal cases in state history. 

The utility has until January 13, 
1945 to appeal the case to the circuit 
court of Dane County. The state tax 
department held that the company had 
realized a profit of $1,696,499 in trad- 
ing preferred stock to North American 
Edison Co. for the common stock and 
the plant of the Wisconsin Electric 
Power Co. 

The board of tax appeals ruled there 
was a taxable profit of $1,421,599 on 
the $10,600,000 property acquired by 
the Electric company. 

Merger of the old Wisconsin Electric 
Power Co., formed in 1920 to construct 
and lease the Lakeside power plant, 
with the Milwaukee Electric Railway & 
Light Co., organized in 1896, brought 
about the tax appeal. 


Los Angeles $124,344,500 
Post-War Program Ready 


Ready to launch when fighting in 
Europe ends is a $124,344,500 pro- 
gram of improvements and extensions 
to the Los Angeles Department of 
Water and Power system, it was an- 
nounced recently. Submitted to the 
Board of Water and Power Commis- 
sioners by General Manager Samuel 
B. Morris, the tentative program in- 
cludes an engineering progress report 
indicating that $51,309,000 of projects 
can be started within one to twelve 
months after final approval. 

Major portions of the program, de- 
signed to cover a period of seven to 
eight years, are power system projects 
which are estimated to cost $101,000,- 
000. Work will include betterments 
and extensions of production, trans- 
mission, distribution, receiving station 
and tie line facilities—many of them 
jobs postponed because of wartime 
shortages, it was reported. 
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Arizona High Court Rules 
on Municipal Ownership 


Ruling that an incorporated city or 
town cannot purchase and operate util- 
ity plants within the corporate limits 
of another, the Arizona Supreme Court, 
deciding a similar case late in Novem- 
ber, appeared to have simplified the 
question of who is going to purchase 
the Tucson Gas, Electric Light & Power 
Co., the City of Tucson or the small 
suburb municipality of South Tucson. 

Taxpayers of South Tucson in Janu- 
ary, 1944, voted $9,500,000 revenue 
bonds for the purchase of the Tucson 
electric utility, an action which precipi- 
tated the filing of condemnation pro- 
ceedings against the company by Tuc- 
son’s city attorney in an effort to pre- 
vent its acquisition by South Tucson. 
Meanwhile, city officials of Tucson, Ari- 
zona’s second largest city whose voters 
had previously rejected a similar pur- 
chase plan, reconsidered proposals for 
acquiring the local utility and in August 
offered $9,000,000 for properties of the 
Federal Light & Traction Co. subsidiary. 

Decision of the Arizona Supreme 
Court was reached in a suit brought by 
taxpayers of Safford to enjoin the Ari- 
zona General Utilities Co. from selling 
its properties, 80 percent of which are 
located in Safford, to the adjoining 
municipality of Thatcher. The court 
prohibited Thatcher from purchasing 
the utility on grounds that Safford 
would lose its second largest property 
taxpayer causing the town’s tax rate 
to be increased, while at the same time. 
Safford residents would, through elec- 
tric power charges, be paying off 
Thatcher’s bonded indebtedness for the 
utility. 

With the threat of South Tucson 
taking over the properties removed. it 
was expected in some quarters that 
Tucson’s City Council might attempt to 
acquire the utility for a price nearer 
its estimated peace-time value of $6,- 
000,000 rather than the wartime tag of 
$9,000,000. 


Shasta Dam Concreted 


The last of the 6,535,000 cu. yd. of 
concrete in the Shasta Dam was poured 
on December 22. Concrete pouring was 
started on July 8, 1940. Construction 
now is complete except for cementing 
over the roofs of the elevator shafts. 


November Light Was Free 


For the second time since 1936, con- 
sumers of the Willoughby, Ohio, De- 
partment of Light were given paid up 
light bills for the November billing. 
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Not @ single wor job held up 
becouse of lack of Electricity | 
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PHILADELPHIA ELECTRIC COMPANY. 
Oe Net Waste Electricity Just Because Wt ts Net Potioned 

NOW THEY’RE SERVING UNCLE SAM—This is one of a long series of adverti 
ments being run by the Philadelphia Electric Co. in newspapers of the Philadelph 
area. In both 1943 and 1944, these ads won the national award for outstandiz 
merit in the contest sponsored by the Public Utilities Advertising Association. Max 
other utilities have secured permission to use the art work as has the United Sict 
Army which used it in Army publications furthering its war bond drive amos 
soldiers. An enlargement is made of each ad and after display in the company sho 
rooms is sent to the home of the soldier featured 
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Dairyland Co-op Will Build tober, has been delayed for 60 
The new unit, ordered a year ago 


Diesel Plant in Wisconsin originally expected to be in operat 





in time to relieve the peak load 
winter months. The two -existing 
bines at Genoa, with a combined 
pacity of 6,000 kw., have been ope 
ing at up to 8,000 kw. to handl 
load, it was reported. 


Directors of the Dairyland Power 
Cooperative recently approved plans 
calling for the construction of a 5.000- 
kw. diesel generating plant near Bald- 
win, Wisconsin. While details of the 
construction and equipment have not 
been worked out, the proposed con- ° 


struction is soon to be submitted to the 
War Production Board for approval. TVA Makes More Power 
Available for Memp 








System improvement plans also call 
for an increase in line voltage from 33 
to 66 kv. on the west leg of the transmis 
sion system running into Minnesota and _ has been raised from 118,000 to 12 
lowa. kw.-hr., or 78,000 kw.-hr. abx 

Shipment of the new turbo-generator 50,000 set for Memphis capacity ¥ 
for the Genoa plant of the cooperative, the Tennessee Valley Authorit 
expected during the latter part of Oc- tract was signed nine years ag: 








Power available hourly to Mem; 
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adqgdarquis Replaces Sickler 
as OWU Power Director 


ie¢ of Western Regional Unit of Power Division’s Power Supply 
ion Promoted—Will Sever Connections with American Gas & Elec- 













‘M. Marquis has been named di- 
wr of the Office of War Utilities’ 
er Division to succeed Barclay J. 
ier who has resigned, effective De- 
sber 31, to return to the Bonneville 
er Administration, Portland, Ore- 
,, a chief of its Division of Power 
es and Service. 
o conform with the Federal policy 
piring that holders of policymaking 
i. be government employees only, 
quis has resigned his position with 
{merican Gas & Electric System. 
Marquis, whose appointment becomes 
tive, January 2, was graduated 
m Stanford University in 1921 as a 
hanical engineer and the following 
x received his degree of electrical 
yneer. While taking the test course 
the General Electric Co., he earned 
master of science degree at Union 
rns lege. Thereafter, he served with 
A.C. Engineering Department, 
rking on water wheel generator de- 
bn. later transfering to GE’s Central 
ation Engineering Department. In 
2, he was loaned to the American 
b: & Electric System where he took a 
manent position in 1928. 
Marquis came to the Power Branch 
the old Office of Production Manage- 
otin January, 1942, to work on power 
ply problems. Later he became chief 
the Western Regional Unit of the 
wer Division’s Power Supply Section, 
harge of power supply for 11 Pacific 
t States until his promotion. 


Falck Praises Sickler 









tdward Falck, OWU director, paid 
zh tribute to the retiring director’s 
hievements in announcing Sickler’s 
ignation to a group of OWU em- 
4 @govees. Praising Sickler’s leadership of 
¢ Power Division, Falck attributed to 
m much of the credit for the Power 
ision’s outstanding record. 
During his three years’ service with 
agency, Falck added, Sickler had 
y Mo wide respect throughout the elec- 
power industry for his principles 
id his honesty. His efforts and leader- 
ip, Falck declared, were instrumental 
: solution of the numerous difficult 
toblems which arose in connection 
ith the war power job. Among these, 
+ added, were the determination of 
‘arly power programs, the transition 






Retiring Director Will Return to BPA as Chiet of Power Sales 


from PRP to CMP for materials con- 
trol, the scheduling and production of 
power equipment and the institution 
and broadening of the limited rurai 
electrification program which OWU has 
provided to augment food production. 

Sickler joined the old Power Branch 
of the Office of Production Manage- 
ment in September, 1941, to organize 
its Research and Statistics Branch. He 
assisted J. A. Krug, then chief of the 
Power Branch, Herbert S. Marks, later 
chief of the Power Division, and Ed- 
ward Falck, present director of OWU, 
in organizing the energy-use curtail- 
ment program for the Southeast that 
fall, returning to BPA late in Novem- 
ber. The following February, he re- 
turned to WPB’s Power Division as 
chief of its Priorities Section, holding 
that job until August, 1942, when he 
was made deputy director of the Power 
Division under Marks. 

He became director of the Power 
Division when OWU was organized in 
February, 1943, and has held that posi- 
tion since. Before coming to WPB, he 
was chief of BPA’s Rates and Statis- 
tics Section, at Portland, Ore. 


Sickler was graduated from the-Uni- 
versity of Washington with the degree 
of Bachelor of Business Administra- 
tion, and was awarded a Masters degree 
in Business Administration by North- 
western University. After affiliation with 
the Institute for Economic Research of 
Northwestern University. he became a 
statistician for the United Public Serv- 
ice Co., of Chicago, then joined the 
public accounting firm of Frazer and 
Torbet, of Chicago, leaving this job to 
become a statistician for the Wisconsin 
Public Service Commission, by which 
he was loaned to the Federal Commun- 
ications Commission for six months 
during its telephone investigation. In 
1939, he joined BPA. 


Indiana Utilities Merge 


Indiana & Michigan Electric Co. and 
the Indiana General Service Co. have 
been given permission to merge by the 
Indiana Public Service Commission. 
The former company will take over all 
property of Indiana General Service 
and assume $6,500,000 of bonded in- 
debtedness which will be retired out 
of cash, 


Olds Still Vice-Chairman 


Leland Olds was reelected vice- 
chairman of the Federal Power Com- 
mission for 1945 at a recent meeting. 
He has been vice-chairman since his 
confirmation last September for a sec- 
ond five-year term on the commission. 








THAT WAS A DAM—Andrew Fyfe, left, and Charles Nordstrom, employees of 
Tacoma City Light, stand on the roadway of the 330-foot Alder Dam to take a last 
look at the old 45-foot high Nisqually Dam and gatehouse which they helped con- 


struct in 1912. 


The former roadbed of the Milwaukee railroad in the foreground 


and the old dam are rapidly disappearing under the rising waters of Alder Lake 
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Apparatus Department 
of G.E. Reorganized 


A- reorganization of the apparatus 
department of the General Electric Co. 
has been announced, effective January 
1, with Roy C. Muir, vice-president, 
named as general manager. 

At the same time, H. V. Erben, com- 
mercial vice-president, will become as- 
sistant general manager, but will con- 
tinue temporarily as manager of the 
central station division. C. H. Lang, 
vice-president, will become manager of 
sales; H. A. Winne, vice-president, will 
become manager of engineering; Neil 
Currie, Jr., will become manager of 
manufacturing; Guy S. Hyatt, assist- 
ant controller, will be in charge of 
accounting; and W. W. Jenkins, of the 
law department, will become counsel. 

Several changes in the General Elec- 
tric organization were also announced 
by President Charles E. Wilson. E. D. 
Spicer, vice-president in charge of ap- 
paratus manufacturing, will become a 
member of the president’s staff with 
headquarters in New York, to be in 
charge of employee relations and also 
to serve as consultant on general man- 
ufacturing matters. William R. Bur- 
rows, vice-president. of the company 
since 1927 and chairman of the labor 
relations committee, will retire on De- 
cember 31. 

General Electric’s apparatus operat- 
ing committee will be discontinued at 
the close of this year, and Mr. Muir in 
taking over his new duties will relin- 
quish his special duties as vice-presi- 
dent of the executive staff. Earl O. 
Shreve, vice-president and chairman of 
the apparatus operating committee with 
responsibility for all apparatus sales 
relinquishes these duties to become a 
member of the president’s staff in charge 
of company industry relations. His 
headquarters will be in New York. 


Small Dividend Distributed 
by Montreal Consolidated 


Montreal Light, Heat & Power Con- 
solidated, whose properties have been 
expropriated by the Provincial Gov- 
ernment, has declared a dividend of 
20 cents a share, representing the bal- 
ance of the undistributed earnings of 
the company for the year ending, De- 
cember 31, 1944. In the future to save 
expense, the company will distribute 
dividends only twice a year. Officials of 
the company advised shareholders not 
to sacrifice their shares as the Provin- 
cial Government has promised that 
shareholders will be given fair treat- 
ment. 
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hr. boilers. 
Indiana, Inc., 
the summer of 1945. 


Poles Available But Lack 
Of Manpower Cuts Stock 


While quantities of timber poles and 
associated wood for transmission line 
construction are available at present. 
the manpower shortage is making it dif- 
ficult to furnish poles in numbers 
usually required, especially the smaller 
sizes for which there is an abnormally 
large demand at present, Ted Hughes. 
of Hughes Brothers. Seward, Neb.. told 
a group of utility engineers in Mil- 
waukee recently. 

Speaking briefly at the second fall 
and winter meeting of the Utility Engi- 
neers’ Forum, sponsored by Wisconsin 
Utilities Assn., Mr. Hughes said there 
are thousands of square miles of suit- 
able cedar growths which will be avail- 
able when conditions of manpower and 
materials again permit harvesting. How- 
ever, he said, many growths cannot be 
harvested at present until rail exten- 
sions are built to them. 

Mr. Hughes also said that fractional 
timber sizes may have to be replaced by 
other standard sizes as for instance 
3% by 4% in. by 8 ft. crossarms may 
in the future be furnished in 334 by 534 
in. by 8 ft., thus utilizing standard 
4 by 6 in. timbers without waste. Simi- 
lar adjustments, he indicated, will likely 
follow in the near future. 


talph G. Yerk, chief engineer of 
Hughes Brothers. discussing Modern 


Transmission Construction at the same 
meeting said that in spite of war condi- 
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DRESSER STATION GROWS-—Structural steel is being erected for an extension ¢ 
Dresser Station to house a new 50,000-kw. turbo-generator and two 300.000 Ib. pe; 
Ground was broken at this station of Public Service Company o! 
near Terre Haute, on May 8. Work is expected to be completed in 
With the new machine, Dresser capacity will be 225.000 kw. 


tions that might have a tendency : 


cause the slighting of construction 
art of designing ond constructing 


Bf 


lines has continued to advance. 


the general belief, Mr. Yerk said. th 


recently constructed lines will be 
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equal, if not superior. to older line 


3rd Quarter Production 


of Lamps Decreases !0.8° 


Production of electric lamps 
bulbs in the third quarter, 
ported by the 
totaled $34,630,000, 


percent 


a decrease of 
previous qu 
first three 


from the 
Production for the 


cent over the corresponding peri 
1943. 


an 


1944, as re 
War Production Board 
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arter 


quarters 
was $110.592.000. an increase of 23 | 


3 per. 


od oI 


By types production for the quarter 


was fluorescent $4,531,000, glow 
charge $555,000, large incandes 
$22,697,000, miniature  incandes 


$5,085.000. sealed beam $1,236,00( 
photoflash $526.000. 


50% Discount Offered 


Domestic consumers of the St. 
N. B., 
igible for a 50 percent discount on 
bills for the billing period, 


have been paid. 
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mn Diego G. & E. Co. 
Won't Sell Appliances 


Speaking before 225 members of the 
eau of Radio and Electrical Ap- 
nces Of San Diego County at a 
ent meeting held in San Diego, A. E. 
Jloway, sales vice-president of the 
, Diego Gas & Electric -Co., stated 
t while his company would not mer- 
ndise electrical appliances after 
war every cooperation would be 
en to make a successful operation 
tof the appliance industry in San 
g0. 
‘This does not mean,” he said, “that 
merchandising job will be dumped 
i) the laps of the other members of 
industry. As a utility we will un- 
take our post-war load-building pro- 
sm by means of manufacturers, job- 
rs, and retailers. Because of this it 
s been necessary for us to reorgan- 
completely our load-building organ- 
tion, a process which is under way 
the present time.” 
Hance H. Cleland, president of the 
o Diego Gas & Electric Co., president 
‘the Pacific Coast Electric Associa- 
s, and former president of the San 
igo Chamber of Commerce, outlined 
udies which have just been completed 
Day and Zimmermann, engineering 
yn, on the post-war prospects for San 
igo. “This study is not just a plan 
: parks, buildings or beautiful drives, 
t a study of industrial possibilities, 
zterials, and markets which will en- 
ble San Diego to grow after the war.” 
Other speakers on the program in- 
landed Glen Harker, Pacific Coast man- 
ger for the General Electric Co. divi- 
yn of small appliances; Charles 
foore of the Chicage Flexible Shaft 
0; Lou Willis, Pacitic Coast Factory 
anager for the Admiral Corp.; John 
pnderson of the Thor Pacific Co.; 
jictor Haelpin of the Harvey Machine 
», Los Angeles; Steve Mahr of the 
neral Electric Distributing Co.; Jim 
arothers, past-president of the Los 
Ingeles Sales Managers’ Association; 
od E. W. Meise, superintendent of 
mestic electric sales for the San 
iego Gas & Electric Co. 


EA Gets WPB Approval 
for Extensions in Oregon 


Permission to continue construction 
{ power line extensions in Lincoln, 
and Benton counties, Oregon, has 
n granted the Rural Electrification 
ministration by the War Production 
ward following stop-work orders issued 
st summer, it was revealed recently by 
bly Thomas, head of the Lincoln- 
énton cooperative in Corvallis. It is 
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expected that 68 miles of line will be 
in service by March. 

Construction was stopped pending 
settlement of a dispute with Mountain 
States Power Co. which filed injunction 
proceedings on grounds it had made ap- 
plication to serve the area. 


Arkansas Co-op Will Buy 
Not Generate Own Power 


Cleveland & Lincoln cooperative has 
abandoned its generating plant at Star 
City, Ark., because it can purchase 
power cheaper from the Arkansas 
Power & Light Co., Manager Lynn 
Thomasson of the co-op testified at a 
hearing before the Arkansas Department 
of Public Utilities. It was costing two 
cents per kw.-hr. to generate power at 
the plant, while the new wholesale rates 
of the power company are six mills per 
kw.-hr. Mr. Thomasson said. The co-op 
purchased the Star City generating plant 
and distribution system several years 
ago and is the second in Arkansas to 
close down a generating plant to pur- 
chase all its power from the business- 
managed utility. The Petit Jean co-op 
closed its plant several weeks ago. 
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D.C. PROPULSION MOTORS ON DIESEL-ELECTRIC LIGHTHOUSE TENDER—Accord- 
ing to H. C. Coleman, manager of marine engineering for Westinghouse Electric & 
Manufacturing Co., turbine electric units will be applied mainly where auxiliary 
power in part is large relative to total power of the propulsion plant or where {ull 
power astern for maneuvering is required 
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BPA’s Switching Station 
Program Now Underway 


Construction program for the Bonne- 
ville Power Administration’s new 
Columbia, Wash.. switching station was 
underway -in mid-November with the 
awarding of a $69.732 contract to Dan 
J. Malarky of Portland, Ore., to build 
reinforced concrete control and oil 
houses at the site. 

The new switching station will serve 
to sectionalize Bonneville’s two 230-kv. 
lines from Grand Coulee dam to Cov- 
ington, Wash., in order to further in- 
tegrate the Northeastern section of the 
2,700-mile Bonneville-Grand Coulee 
transmission grid. Bonneville crews are 
building a 5l-mile 230-kv. line from 
Bonneville’s midway substation near 
Vernita. Wash., to the Columbia switch- 
ing station. 

The new line and station are expected 
to add to the reliability of service in 
the central and eastern Washington 
areas, and to permit delivery of addi- 
tional power to important load centers 
in the Puget Sound and Portland-Van- 
couver areas. The new equipment will 
also contribute to the post-war de- 
velopment of the area. 
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Nashville Reveals 11-Point 
$2,500,000 Post-War Plan 


Plans for a proposed $2,500,000 post- 
war improvement program were an- 
nounced recently by the Nashville 
Electric Power Board. 

The intended construction, moderniz- 
ation, and replacement program was 
outlined in an 1l-point program as 
follows: 


1. Rebuild and increase capacity of 
distribution substations in urban areas, 
install feeder voltage regulator; and 
complete changeéovers to 4-kv. distribu- 
tion voltage, $195,000. 

2. Construct additional 13,200-volt 
lines so as to provide duplicate feed to 
urban distribution substations and in- 
stall automatic changeover oil circuit 
breakers, $285,000. 

3. Complete program for changing 
old uptown underground system to net- 
work, system. $110,000. 

4. Rebuild old Broad Street under- 
ground system and make improvements 
at Central substation, $165,000. 

5. Rebuild and increase capacity of 
suburban distribution and substations 
and 13.200 volt feeder lines, $80,000. 

Extend rural electrification in 
Davidson County, $300,000. 

7. Construct new central service 
building and buy lot, $600,000. 

8. Construct new distribution sub- 
station on border of southwestern sec- 
tion of city, or construct special heavy 
feeder lines into this area and install 
large voltage regulators, $145,000. 

9. Construct 13,200 volt loop line 
along or adjacent to Old Hickory Boule- 
vard. $110,000. 

10. Expand and enlarge present area 
fed by underground system and con- 
vert direct current system to alternat- 
ing current system, $200,000. 

11. Replace 80 worn out cars and 


trucks. $100,000. 


Electrochemical Meeting 
at Chicago, January 19 


Technical and management person- 
nel of Chicago area industries have been 
invited to a one-day industrial develop- 
ment and electrochemical conference 
sponsored by the Chicago Section of the 
Electrochemical Society. Sessions will 
be held from.10 a. m. to 5 p. m., Jan- 
uary 19, at the Museum of Science and 
Industry at Chicago. 

Of interest to those connected with 
the electrical industry will be these 
speeches: “Chicago’s Status as an In- 
dustrial Center.” W. O. Batchelder. 
commercial vice-president of Genera! 
Electric Co.: “Electric Power for Chi- 
cago Industries,” T. G. LeClair, staff 
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engineer, Commonwealth Edison Co.; 
“Reminiscences and Future Prospects 
in Electrochemistry,” Dr. C. F. Burgess, 
of the Burgess Battery Co.; and “Elec- 
tricity—An Indispensable Agent for 
Industrial Progress,” H. E. Dralle, 
Westinghouse Electric & Manufacturing 
Co. 


Gets Rural Lines Permit 


An application of the Arkansas 
Power & Light Company for permis- 
sion to construct 108.9 miles of rural 
electric distribution lines in Garland 
County, at an estimated cost of $99,498 
to serve 466 customers, has been ap- 
proved by the Arkansas Department of 
Public Utilities. The territory has prev- 
iously been allocated to the First Elec- 
tire Cooperative Corp., but the allo- 
cation became ineffective when the co- 
operative failed to carry out the work. 


Plans Wisconsin Line 


Wisconsin Power & Light Co. plans 
to build a 41-mile 69,00-volt transmis- 
sion line from Prarie du Sac to Dodge- 
ville, Wis., it was announced recently. 
The new line, which is to cost an esti- 
mated $415,000, will use 55-ft. cedar 
poles and Z-type crossarm configuration, 
with the three conductors carried on 
suspension insulators. 


MEET 


Canadian Electrical Association—Annual Western 
conference, Hotel Vancouver, Vancouver, 68.C., 
March 15-16. B.C. Fairchild, managing director, 
7044 Tramways Bidg., Montreal |, Que. 


Edison Electric Institute—Commercial meetings, 


Edgewater Beach Hotel, Chicago, Ill., March 
27-29. _ Gol. H. S. Bennion, managing director, 
420 Lexington Ave., New York 17, N. Y. 


Previously Listed 


Nationa! Rural Electric Cooperative Association— 
Annual convention, Plaza Hotel and Municipal 
Auditorium, San Antonio, Texas, January 16-17. 
Avery C. Moore, secretary-treasurer, 416 5th 
St., N.W., Washington 1, DO. 


Dielectric and Induction Heating Conference— 
Sponsored by Great Lakes Power Club and 
Chicago Lighting Institute, Marquette Audi- 
torium, 140 So. Dearborn St., Chicago, Ill., 
January 16-18. W. Zersen, Conference Com- 
mittee, 72 Waste “Adams St., Chicago 3, il. 


Missouri Valley Electric Association—Annual power 
sales conference, Continental Hotel, Kansas City, 
Mo., January 17-18 |. D. Pettegrew, director, 
1527 Sharp Bldg., Lincoln 8, Neb. 


American Society of Civil Engineers — Annual 
meeting, Cornmodore Hotel, New York. N. Y., 
January 17-19. George T. ‘Seabu secr etary. 
33 West 39th St.,, New York 18, Ny. 


Canadian Electrical Association — Annual winter 
conference Mount Royal Hotel, Montreal, 
January 18-19. B. C. Fairchild, managing di- 
rector, 704 Trarmways Bldg., Montreal |, Que. 


Industrial Electrochemical Conference Museum 
of Science & Industry, 57th St. and Lake Michi- 
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Portland E. P. Co. Trustees 
Oppose SEC Valuctio 


With independent trustees o! P, 
land Electric Power Co. coniendig 
that valuations of the company’s agg 
as set by the Securities and Exchian 
Commission are below actual as:ets. 
valuation hearing was begun in P» 
land, Ore., in mid-December jy 44 
court of Estes Snedecor, specia] mag 

While witnesses for the independ 
trustees were testifying to Pepcu’s jg 
creasing prosperity and growing profi 
representatives of SEC, Guaranty Tr, 
Co. of New York and bondholder eo, 
sels were opposing the hearing 4 
grounds the material had been cover 
at previous SEC hearings in Portl, 
and Philadelphia. 


NEMA Street Lighting 
Sales Aids Now Read 


Sales aids to assist utility compani 
in selling municipalities on better stre 
lighting have been prepared and 
to utility company executives } 
Street Lighting Section of the Natior 
Electrical Manufacturers Associati 

A sales kit has been prepared wh 
includes a series of six colorful dir 
mail folders, a window display, and 


_ movie short to promote adequate str 


lighting after the war. 


INGS 





gan Ave., Chicago, IIl., January 19%. € 
Storey, chairman of publicity committee 
Bu ss Laboratories, inc., 180 N. 
Ave., Chicago 1, Ill. 


American Institute of Electrical Engineers 
tional technical meeting, Engineering 
Bidg., New York, N. Y.,’ January 22-26. 
Henline, secretary, 33 West 39th St., N 
is, N.. Y. 


Institute of Radio Engineers — Winter 
meeting, Hotel Commodore, New York 
January 24-27 W. &. Cowilich, secretar 

W. 42nd St., New York 18, N. Y. 


National Association of Purchasing Agents- 


Utility Buyers Gr oup, mid-winter meetir 
Pan- Hote Pittsbur gh, Pa. February ! 
‘ c 
Hall, chairrnan, Columbus & Southern 
Cc c t. 7 
tric Co., Colurnbus 15, Ohio 


Pennsylvania Electric .Association—E!ec?t 
equipment committee Ho tel Rooseve ? 
burgh, Pa., February 8-9. 8B. E. Hagy, 
Philadelphia Electric Co., 900 Sansom S$ 
delphia, Pa. 


Edison Electric Institute — Accident pr 
committee, Cleveland Hotel, Cleve 
February 8-9: electrical equipment 
Netherland Plaza Hotel, Cincinnat 


ruary 13-14: transmission and distributi« 


f)> 


ttee, Wrr Pann Hotel Pittsburgh 
ruary {5-16 Col. .H. §S. Bennion 
420 Lexington Ave., New 

r Y 


American Society for Testing Materials 
te weer W rr Danr He tel, Pittsbura 
Rahselsen 26-March 2 (spring meeting 
ary 28). R. J. Painter, assistant to the sé 

269 S. Broad St., Philadelphia 2, Pa 
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restore service fast with 
“PVD” [Mica] Fuse Cutouts 


o 













Blown fuses are quickly located, and quickly replaced, with “PVD” 
, fuse cutouts. The indicating feature, easily seen from the ground, 
" saves hunting. The design makes fast re-fusing safe and easy. Ask the 
Line Material representative for the whole story on the instant action 
and dependable protection of this outstanding fuse cutout, or write 
Line Material Company, Milwaukee 1, Wisconsin. 


° s 
One Minute* Re-fusing 
On-the-pole re-fusing of “PVD” fuse cutouts is a fast, safe opera- 
tion, even with gloved hands; saves valuable time in restoring outages. 






a Lo § Protection 


1. Protects Line: Link flip-out device ossures instant 
seperction of blown fuse link parts. “PVD” always op- 
erates as disconnecting cutovt. Dropped position of 

cartridge assures lorge cir gap between contocts— aaa ‘acai ee est vi 
prevents re-establishing of arc or leckage. lick, Mow tend th ahs tow bn to 
2. Protects Cutout: Rugged Bakelite door always serted into tube. 

dosed, even after link has blown. “PVD” contacts al- 


ways sheltered from weather, dirt, corrosion. No burn- + e ” ’ 
neg rckiais aunatetie te tthe betes is “one minute” too slow? All right... here's 


* 
sanees Epes 6-Second Re-fusing 
3. Protects Lineman: Door opens 180° for removal or 
insertion keeping live parts well away from lineman. “4, - 

Removal of cortridge with door assures safe, ecsy re- 
fusing on the pole, even with gloved hands. 

4. Protects Service: “PVD” assures prompt, positive 
operation in all weather. Dropped cartridge signa! — 
easily seen from the ground—saves hunting, spots trov- 
ble quickly. Six second re-fusing—cuts ovtage time. 


L-M “PVD” Fuse Cutouts 
available in these 4 sizes 


5000 ¥. delta, 50 amp.; 5000 V. delta, 100 amp. 


7500 12,500 V. Gr.¥., 50 omp.; 7500/1:,500 V. 
Gr.¥., 100 amp. 

There cre mony features that make “PVD” disconnecting 
fuse cutouts a sound investment. Talk to the 1-M repre- 
sentative or write Line Material Company, Milwaukee |, 
Wisconsin, for full information. 


LINE MATERIAL 
JI eC eo 


L-M DISTRIBUTION EQUIPMENT INCLUDES: Distribution Transformers - Fuse Cutouts and Fuse Links + Lightning Arresters 
Oil Switches - Pole Line Hardware : Line Construction Spetialties - Underground Equipment - Fibre Conduit - Street Lighting Equipment 






Six seconds is plenty of time 
to re-fuse the "PVD" when the 
linemon carries a spore fused 
“PVD” door. He just opens 
ond unhonks the old door ond 
slams on the new fused door. 


“PVD” doors are Bokelite, 
perfectly interchangeable— 
save time when restoring ovt- 
ages. Cutout operation is com- 
pletely independent of door, 
which remoins closed ct all 
times to protect working ports. 
Ice on the door won't offect 
its operation. 






















WHERE WORK IS BEING RUSHED—Excavating of soil from in front 
of the draft tubes and from the tailrace below the LaGrande power 
house of Tacoma’s second Nisqually power project is being rushed 


while the engineers retain hopes of getting power by December 31 








THE ROOF’S OFF AT PERRY K—Three boilers in 
the old Perry-K plant of the Indianapolis Power 6& 





Light Co. are shown just before they were scrapped. re 
The company will spend $1,400,000 for the new e 
building. a boiler capable of generating 300,000 

pounds of steam an hour, and auxiliary equipment. tio 
Completion by November, 1945, is expected ( 
—- cc 


IMPULSE BREAKER AT COULEE DAM—Protecting ai: 
this high speed, General Electric Co. type FG-25, 23% 
located in the switchyard at Grand Coulee Dam Ro 


capacity. this breaker is one of two originally bui! 
at Grand Coulee. In the foreground is the latest ¢: 


ows 









type oilblast power circuit breaker. Used for switch 
rated 2,500,000-kva. interrupting capacity 
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FOR BETTER LIVING TOMORROW.~—This lobby 
pliances and the value of adequate wiring is b¢ 
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SON CENTENARIAN—Albert L. Knox, 
Co.'s first employee to reach the 
m receives greetings on his birthday on 
- entire company at his Newtonville. 
At the left, Arthur J. McEachern, in- 
‘ons manager, and at the right, Dr. 
soe, COMpany physician, present Mr. 
card and 100 carnations from the com- 
, James V. Toner. and associates —»> 


: important war load is the job of 
cle impulse type oil circuit breaker 
Rating 3,500,000 kva. interrupting 
m, Calif., but installed temporarily 
FK-339, 230,000 volt, S-cycle tank 
ction of a generator circuit, it is 
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the use of all home electric 


y the Nebraska Power Co. 











COTLT- LT ae 


In the past quarter century, there have been 8 
major porcelain improvements. Six of these have been 
exclusive Westinghouse developments... the seventh 
was a co-development. 

For buyers of porcelain, this is a convincing guaran- 
tee that they can count on Westinghouse Insulators 
for leadership in design, research and manufacture. 

The co-ordinated engineering which made possible 
these advances, is now at work on new projects. Feel 
free to co-ordinate these research facilities with your 
own porcelain problems and planning. . . and for por- 


celain backed by the BEST in electrical engineering. 


~ 


Westinghouse maintains 120 stocking points to 
assure delivery anywhere in the United States. 
Westinghouse Electric & Manufacturing Company, 
P.O. Box 868, Pittsburgh 30, Pa. 


J-05154 


OFFICES EVERYWHERE 


INSULATORS 


W) Westinghouse 

















lectric Output Curve 
Hits New High Record 


fhe electric output curve during the 
»k ended December 23. 1944, moved 
ward to a new all-time high, accord- 
figures released by the Edison 
ectric Institute. The amount of elec- 
al energy distributed by the light 
| power industry amounted to 4,616,- 
5.000 kw.-hr., as compared with 4.,- 
079,000 kw.-hr. the preceding week 
December 16, 1944. The pre- 

is high point was reached in 1943 
ng the week ended December 18, 
n the light and power industry dis- 
puted 4,612,994,000 kw.-hr. This is 
. first time this year since the week 
led October 7 that the output re- 
ted exceeded the output for the 
responding week of the previous 
Fdison Electric Institute has an- 
nced no percent change as com- 
zed with last year for the country as 
whole, nor any regional percent 
anges for the reason that last year 
» Christmas holiday fell within the 


K. and because that was not true 
year comparisons would mean 
‘ ling. 
Weekly Output Millions Kw.-Hr. 
944 1943 1942 
23 4,617 Dec. 25 4,295 Dec. 26 3,656 
& 4,563 Dec. 18 4,613 Dec. 19 3,976 
9 4,538 Dec. |! 4,567 Dec. 12 3,938 
2 4,524 Dec. 4 4,560 Dec. 5 3,884 
wv 25 4,369 Nov. 27 4,403 Nov. 28 3,766 
8 4,450 Nov. 20 4,513 Nov. 2! 3,795 
| 4,397 Nov. 13 4,483 Nov. 14 3,776 
4 435 Nov. 6 4,414 Nov. 7 3,762 
28 4,358 Oct. 30 4,453 Oct. 31 3,775 
2! 4,345 Oct. 23 4,415 Oct. 24 3,753 
4 4,355 Oct. 16 4,382 Oct. 17 3,717 
7 4,375 Oct. 9 4,342 Oct. 10 3,702 


Percent Change from Previous Year 








Week Ending 

Dec. 23 Dec. 16 Dec. 9 
~ England + 1.3 + 0.8 
¢ Atlantic — 40 — 44 
tral Industrial + 1.6 + 2.3- 
«st Central + 9.4 4+. 7.5 
whern States + 2.0 + 2.4 
cty Mountain —10.4 — 8.0 
fic Coast — 46 — 2.9 
‘otal United States — I! — 04 


300 Washington Farms 
tlectrified by Cooperative 


lectrification of 3,900 eastern Wash- 
zion farm homes through recent com- 


4.6 


Billions of Kw.- Hr. 
o 
~ 


3.4 


3.3 


3.2 


3.1 


JF M AM 

operative, At the same time Mr. Camp- 
bell revealed plans for constructing an 
125 


sions to serve 200 


additional miles of service exten- 


the area. 
New lines cover Spokane, Whitman 


farms in 


‘tion of 300 miles of distribution lines and Garfield counties and parts of 
announced late in November by Stevens, Adams. Lincoln, Columbia and 
P. Campbell. manager of the In- Asotin counties, it was reported. The 
Empire Rural Electrification Co- cooperative receives its current from 
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Sonneville under an agreement with 
the Washington Water Power Co., and 
deliveries are made at Colfax and Op- 
portunity substations. 

the In- 
land Empire has added 
from 15 to 30 farms a month to its dis- 
tribution Mr. 
Campbell. 


Under wartime conditions, 


cooperative 


system. according to 


15 
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Harper Retires as Chief 
Engineer; Young Named 


(See Front Cover) 


Sinclair O. Harper, chief engineer of 
the Interior Department’s Bureau of 
Reclamation since July, 1940 has re- 
tired after 37 years with the Bureau, 
during which he played “an important 
part in the construction and operation 
of such world-famous projects as 
Boulder and Grand Coulee dams, the 
All American Canal and the Alva B. 
Adams Tunnel of the Colorado-Big 
Thompson project,” Interior Secretary 
Harold L. Ickes announced recently. 

Walker R. Young, assistant chief en- 
gineer under Mr. Harper, was named 
acting chief engineer. 

Mr. Young became an assistant engi- 
neer with the Reclamation Bureau in 
1911, after having spent three years 
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S. 0. Harper 


with the Great Northern Railway and 
other private employers. In 1916 he 
was made head of the mechanics and 
dam division of the design department 
in the office of the chief engineer at 
Denver. Mr. Young was assigned to 
field investigations in 1921, leading to 
the development of the Colorado River 
project. and did design and estimating 
work on Boulder Dam. He eerved as 
construction engineer of the Kittitas 
Division of the Yakima project in Wash- 
ington and in 193] became construction 
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engineer in charge of building Boulder 
Dam, exercising supervisory charge of 
the project during its construction. 

In 1935 Mr. Young was made super- 
vising engineer of California’s Central 
Valley project, where he remained un- 
til he was made assistant chief engineer 
of the Reclamation Bureau in 1940. 

A graduate of the University of Cal- 
ifornia, Mr. Harper went to work with 
the Reclamation Bureau as junior engi- 
neer on the Uncompahgre project in 
Colorado in 1907. The following year 
he was made assistant engineer on Colo- 
rado’s Grand Valley project, for which 
he made topographical and location 
surveys, prepared plans and estimates 
and supervised construction during the 
next 10 years. On completion of the 
project, he became its manager, serving 
in this capacity for the next eight years, 
during which time he planned the re- 
habilitation of early irrigation systems 
in the valley. 

In 1925, he was named superintendent 
of construction for the Bureau, and in 
1930, he became its assistant chief en- 
gineer. From 1935 to 1939, he was 
chairman and U. S. representative on 
the Rio Grande Compact Commission, 
which ended years of controversy by its 
settlement of the division of the Rio 
Grande waters between Colorado, New 
Mexico and Texas. Reclamation Com- 
missioner Harry W. Bashore paid trib- 
ute to the retiring veteran with the 
statement that: “There is no man in 
the bureau for whose integrity, rugged 
honesty and ability I have greater 
admiration.” 


R. T. Branch Elected Head 
of Engineering Company 


Russell T. Branch, formerly execu- 
tive vice-president of Stone & Webster 
Engineering Corp., has been elected 
president of that organization to suc- 
ceed John R. Lotz, who was made chair- 
man of the board. 

Mr. Branch’s election to the presi- 
dency follows more than 30 years with 
Stone & Webster. Mr. Lotz becomes 
chairman of the board after serving 
eight years as president. 
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General Electric Makes 
Executive Appointment 


bo 
1928 

Dr. C. G. Suits has been eleciod gira! 
vice-president of the General Electrigimlud 
Co. and in that capacity will be jg D: 
charge of the company’s research !abojimen' 
ratory, as of January 1. Coinciden‘al|yqg930 
it was announced that Dr. Williar, Dwar 
Coolidge will retire on December 2) agi | 
vice-president and director of the rejlort 
search laboratory. eset 

Dr. Coolidge, inventor of the Coolidgg 
X-ray and a world-famous scientist 
joined the G-E research laboratory jy 
















































W. D. Coolidge 


1905, after a period spent in funda 
mental research in physics and chem 
istry at M.I.T., and played a leading 
role in the development of the moderr 
incandescent lamp through his produc 
tion of ductile tungsten. Later, when 
his colleague, Dr. Irving Langmuir 
demonstrated the possibility of a pur 
electron discharge in high vacuum, Dr 
Coolidge produced a radically new typ: 
of X-ray tube which has substantiall; 
superseded all previous types. Dr 
Coolidge is the holder of 83 patent 
himself and has been partially respon 





















C. G. Suits 
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ple for hundreds of others. He became 
,sistant director of the G-E research 
horatory in 1908, associate director in 
1028. and director in 1932. He has been 
yarded several medals and honors, in- 
jding the Edison and Faraday medals. 
Dr. Suits became a member of the 
neral Electric laboratory staff in 
930. He is widely known for his re- 
arch in high temperature arcs. Dur- 
bg the war he has devoted the major 
prtion of his time to the director of war 
search under the auspices of the Office 
{ Scientific Research and Development 
nd as chief of Division 15 of the Na- 
ion Defense Research Committee has 
jpervised the radio coordination activi- 
is of a group of scientists. He was 
de assistant to the director of the 
£ research laboratory in 1940. 
A transfer of ‘responsibilities for 
avin C, Prince, vice-president of the 
neral Electric Co. in charge of ap- 
ication engineering for the apparatus 
partment, has been announced. In his 
w position, Mr. Prince will be in 
sarge of the general engineering labo- 
ntory, the activities of which will be 
vadened to include the requirements 
{the entire company. Mr. Prince has 
n a vice-president of the company 
pce 1941, and in addition to his ap- 
ication engineering responsibilities 
been chairman of the company’s 
ecial planning committee. 
L. R. Boutware has been appointed 
the staff of Charles E. Wilson, presi- 
nt of G.E., as a consultant on market- 
gand merchandising. Simultaneously 
. Wilson announced the retirement 
1N. R. Birce, a vice-president of the 
mpany who for many years has been 
sponsible for the operations of G-E 
fliated companies. Mr. Boulware will 
« assume the latter responsibility. 
keently resigned as operations vice- 
airman of WPB, he has been vice- 
sident and general manager of both 
- Carrier Corp. and the Celotex Corp., 
d general sales manager of the Easy 
ashing Machine Corp. 


OBITUARY 


hn T. Kermode 


John T. Kermode, a vice-president of 
Cleveland Electric Illuminating Co., 
don December 13 at the age of 68. 
t. Kermode had been associated with 

Illuminating Company for more 
na half century. Starting in 1893 
a helper on wires, he was promoted 
foreman in a short time. In a few 
ars he was made superintendent of 
ice and subsequently became assist- 
general manager of the company. 
om completion of fifty years of serv- 
in 1943, he was elected a vice- 
ident. 
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Dr. Charles F. Scott 


Dr. Charles F. Scott, professor emeri- 
tus at Yale University, inventor and en- 
gineer, whose death was announced in 
EvectricaAL Wor.ip, December 23, page 
86, was born in Athens County, Ohio, in 


1864, and received his education at - 


Ohio State University and at Johns 
Hopkins University. 

In 1888 he became associated with 
the Westinghouse Electric & Manufac- 
turing Co., starting in the testing de- 
partment. Within a short time he was 
working under the late Nicola Tesla on 
the development of the polyphase in- 
duction motor and when Tesla left the 
company, Dr. Scott continued the work. 
carrying on other important activities 
connected with the development of al- 
ternating current. He became as- 


sistant electrician in 1891, chief elec- 
trician in 1897, and in 1904 consulting 
engineer. During his connection with 
Westinghouse, he was a pioneer in high 
voltage transmission of power and in 
the development of several types of 
equipment. In 1892 he contributed the 
first A.LE.E. paper on high-voltage 
transmission, a description of the sys- 
tem he had designed and installed at 
Telluride, Colo. 

The “Scott” or T-transformer con- 
nection which he devised in 1894 for 
transformation from two-phase to three- 
phase or vice versa has borne his name. 
From observations during the testing 
of insulators he predicted corona loss 
between high tension wires which he 
measured in laboratory tests in 1895, 
inaugurating the investigations in this 
field by others. He made various con- 
tributions to the early knowledge of 
inductive interference and to its miti- 
gation. 

The shift from technical engineering 
to the field of education came in 1911 
when the department of physics at Yale 
University was growing in importance. 
The chair of electrical engineering was 
created and Dr. Scott was called to 
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the university. From that time until 
1933. when he retired from active 
teaching and was made professor emeri- 
tus. Dr. Scott headed the department 
of electrical engineering at Yale. 

His advocacy of the erection of a 
building for headquarters of the na- 
tional engineering societies led to the 
receipt of the gift from Mr. Carnegie 
which made possible the culmination 
of his ideas in the Engineering Socie- 
ties Building in New York. He was 
a past-president of the American In- 
stitute of Electrical Engineers, in which 
society he had a record of continuous 
service that has been equalled by few; 
the Society for the Promotion of Engi- 
neering Education, the Engineers So- 
ciety of Western Pennsylvania and a 
board member of the American Engi- 
neering Council. He received the Edi- 
son Medal of the A.LE.E. and the 
Lamme Medal of the S.P.E.E. 


Dr. Paul M. Lincoln 


Dr. Paul M. Lincoln, professor emeri- 
tus of Cornell University and former 
head of the school of electrical engi- 
neering, died on December 20 after a 
heart attack. He was 74 years of age. 

A fellow and past-president of the 
American Institute of Electrical Engi- 
neers, Professor Lincoln received the 
John Scott Medal from Franklin Insti- 
tute in 1902 for his invention of the 
synchroscope. He also invented a de- 
mand meter for the production of which 
he founded the Therm-Electric Meter 
Co., Inc.; in Ithaca, in 1938. 

Receiving his engineering degree 
from Ohio State University, he spent 
a brief period with the Short Electric 
Co. in Cleveland, before joining the 
Westinghouse Electric & Manufactur- 
ing Co., where he interested himself in 
the pioneer problems connected with 
the alternating-current system. In 
1895 he became identified with the 
Niagara Falls Power Co. to supervise 
the electrical installations of that com- 
pany, and it was here that he gained 
fame through his invention of the Lin- 
coln synchronizer. Returning to West- 
inghouse in 1902, he was occupied with 
power department developments and 
allied commercial problems until 1919, 
when he resigned to take up consult- 
ing work and in that capacity took 
charge of motor application engineer- 
ing for the Lincoln Electric Co. In 
1922 he became director of the School 
of Electrical Engineering at Cornell, 
retiring in 1937. 

In addition to being active in the 
A.LE.E.. Dr. Lincoln was a member of 
the American Society of Mechanical 
Engineers and of the Engineers Club 


of New York. 








Civilian Output Must 
Wait, Says Schwartz 


Reconversion plans of the Proctor 
Electric Co., a division of Proctor & 
Schwartz. Inc., of Philadelphia, must 
yield to war work, Walter M. Schwartz, 
Sr., president of Proctor & Schwartz, 
Inc., recently declared. 

In a statement made to the company’s 
executives, Mr. Schwartz emphasized 
that the firm intends to continue pro- 
duction of war goods as long as Proctor 
plants can make any contribution in 
defeating the enemy. 

“Although Proctor recognizes its re- 
sponsibilities in the reconversion period 
that is ahead of us,” Mr. Schwartz as- 
serted, “we feel keenly that the first 
and primary consideration of the Proc- 
tor Electric Co, is, and must continue 
to be. the production of vital war ma- 
terials for which the company holds 
critical government contracts. .. . 

“Even though the Proctor Electric 
(‘o. has been given permission by the 
War Production Board to manufacture 
an allotment of automatic flatirons, re- 
conversion to civilian production will 
occur only if and when it in no way 
conflicts with ovt vital war production,” 
Mr. Schwartz concluded. 


RFC Surplus May Solve 
Manufacturers’ Problems 


manufacturers and 
others who are having difficulty in se- 
curing electrical equipment may be 
able to secure it from the Surplus 
Division of Reconstruction 
Finance Corporation, Mark Eldredge, 
chief of the Electrical Machinery Sec- 
tion, suggests. 

The division, through its loca] of- 
fices, maintains large inventories of 
available surplus electric motors, con- 
trols, pole line materials, transformers, 
cubicles, wiring devices, and _ wire 
cable. The user who buys this equip- 
ment not only fills his needs promptly 
but also assists the government in dis- 
posing of the surpluses. The more 
current needs that can be supplied 


Non-military 


Property 
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ANUFACTURING 


from surplus materials, the more power 
and raw materials will be available to 
manufacturers for building combat 
equipment. 


Slimline Fluorescent 
Lamp Prices Set by G.E. 


General Electric Lamp Department 
established the following list prices for 
its Slimline Mazda fluorescent lamps. 
effective December 13, according to an 
announcement made at Nela Park head- 
quarters in Cleveland: 

The 42-in. F-lamp. $1.55; the 64-in. 
size, $1.75; the 72-in. size, $2.00; and 
the 96-in. size, $2.70. 

This new line of fluorescent lamps 
was announced “to help lighting equip- 
ment manufacturers in planning for 
the time when priority limitations are 


lifted.” 





PRE-FILLING LAMP BASES—This ma- 
chine by an automatic plunger applies 
(x cement, unaffected by temperatures 
up to 300 degrees F., to the lamp brass 


base’s inner shell. Bases then go to 
another machine icr baking to the bulb. 
Westinghouse Lamp Division operator, 
Rose D. Carney of Bloomfield, feeds 
the machine with her right hand and 
removes the coated bases with her left 
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Teegarden Predicts 
Vast Tube Market 


A vast new post-war market {or 
electron tubes, far exceeding the pre. 
war demands of radio and commu) ica. 
tions, will be found in manufacturing 
and processing industries as a result of 
increasing uses of electronic power an 
electronic controls, according to L. ¥ 
Teegarden, general manager of the 
tube and equipment department of the 
RCA Victor Division, Radio Corp. of 
America. 

The rated power represented | 
single order recently received by KC: 
for power oscillator tubes for electronid 
power heating, Mr. Teegarden says 
was equal to the combined rated power 
of all radio stations in the Unite 
States. 

“Improvement in the quality of prod 
ucts and dramatic savings in proces 
time are being realized for the use 0 
electronic power for an ever-increasin; 
list of industrial heat processing opera 
tions,” he said. “As a result, it appear 
that industry’s post-war demand fo 
power tubes, which constitute the hear 
of any electronic power generator, ma 
be many times the total pre-war d 
mand, which came principally from th 
broadcasting field. The growth of eled 
tronic power heating applications als 
presents an increasing market for othe 
types of electron tubes, such as recti 
fiers and contro] tubes.” 


GE. Purchases Zentiad 
Radio Tube Busines: 


Sale of all assets used in the manu 
facture and sale of radio tubes by th 
Ken-Rad Tube & Lamp Corp., Owens 
boro, Ky., to the General Electric Co 
Schenectady, N. Y., has been autho: 
ized by the stockholders of the Ken-Ra 
company.’ The corporation has retaine 
its lamp-making businéss with its build 
ings and equipment in Owensboro an¢ 
has sold to G. E. the Ken-Rad radi 
tube manufacturing plants at Tell City 
Rockport and Huntingburg in Indian 
and at Bowling Green and Owensbor 
in Kentucky. 

The price expected to total more tha 
$5,000,000, is subject to an inventor 
as of January 2, 1945, when the tran 
fer becomes effective. 


Servel Issue Approved 


Servel, Inc., stockholders have af 
proved creation of 100,000 shares 
cumulative preferred stock to finan 
the post-war expansion of the com 
pany’s business. 
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Machinery Orders 
ketl Advance in October 


ford The value of new orders received by 

prefam panufacturers of electrical machinery 
ica juring the month of October advanced 
wer the total reported for the month 
of September, according to the figures 
leased by the Bureau of Foreign and 
Domestic Commerce. The index com- 
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ELECTRICAL MACHINERY INDICES of 
Bureau of Foreign and Domestic Commerce 


mani 
yy th 
wens \iled by the Bureau advanced to 400 
‘rom 339 (revised) in September. It 


uthor stood at 472 in October, 1943. 


Cc Co 


n-Ra@™ Electrical machinery shipments 
taine@urned slightly downward, the index 
buil lipping to 604 in October—September, 
© 40G@Bs510 (revised). This compares with 484 
radi@@ October, 1943. 

| City The index of the value of inventories 
dian@™ «§ electrical machinery manufacturers 
1sbor@™l:}<g moved downward in October, to 


318.6 from 327.8 (revised) in Septem- 
e tha@@ler The index stood at 368.2 in Octo- 
entorm er 1943. 
tran e 


W.E. Plans Video Output 


Western Electric Co. has announced 
that it plans to manufacture television 
transmitting equipment in the post-war 


’ seriod. Supplementing these plans the 
i ompany will undertake an active pro- 
ane cam of television development as soon 
"Hs war conditions permit. The dis- 
ributor will be Graybar Electric Co. 
194 


Field Reports on Business 


Resumption of full-time production of war material is expected to move buying 
especially in industrial power markets. In the electrical field wiring and 


lighting supplies are in high demand. 
has been on a hand-to-mouth basis. 


NEW ENGLAND 


Although a slight downward trend in the 
demand for electrical equipment was evi- 
dent last week in New England, the resump- 
tion of full-time production of war material 
in this area is expected to move buying 
after January 1, especially in industrial 
power markets. At present orders for small 
motors still constitute a substantial back- 
log for manufacturers. Fractional horse- 
power sizes are practically unobtainable 
for civilian use and difficult to secure even 
for government purposes. Heavier shipments 
are reported of communication and small 
portable power units for overseas duty. 
Labor scarcity in this area is handicapping 
the metal trades. 

While utility construction is compara- 
tively quiet apart from previously in- 
augurated steam plant additions, minor dis- 
tribution system improvements continue to 
be made. Pole type capacitors are moving 
in upper Worcester County on the New 
England Power System utilities. Arc weld- 
ing supplies are in demand and there is 
some activity in the sale of both arc and 
spot welding sets. 

Christmas appliance business this year 
has been on a hand-to-mouth basis, odd lots 
and bare shelves being the rule. A few 
window-lighting sets have been available. 
Illuminated decorations have been sparse 
on account of government restrictions and 
material shortage. A need for better serv- 
icing facilities for commercial] electrical 
cooking installations is making itself felt. 

Navy contracts for communication ap- 
paratus, radio and radar assemblies are be- 
ing regularly received by. regional manu- 
facturers. Among these orders are Gen- 
eral Electric, small motors and parts: 
capacitors, Aerovox Corp.; circuit breakers, 
Spencer Thermostat Co.; magneto assem- 
blies, American Boesch Corp.; bearings, 
New Departure and Fafnir companies; elec- 
tric soldering irons, Vulcan Electric, 
$19,182; radar apparatus, Holtzer-Cabot. 


PACIFIC COAST 


Building permit totals for the seven west- 
ern states for November aggregate $11,727.- 
604, a decrease of 10 percent from the pre- 
vious month and a decrease of 52 percent 
from November, 1943. which was well dis- 
tributed over the larger states, with only 
Arizona, Idaho, and Nevada registering 
small increases. 

Wholesalers are approaching their in- 
ventories with the belief that they will con- 
siderably exceed the average of several past 
years, but that their movement during the 
year will prevent undue depreciation ex- 
cept possibly in the case of experimental 
electrical items for shipboard installations. 
Employee personnel increases, principally 
warehouse, are expected to complete the 
task in quick time. 

Miscellaneous general construction is 
strong in hospital and school items that 
are fairly well distributed along the coast. 

Orders include 205 one to three horse- 
power pumping motors for Stockton Delta 
installation; $20,000 of diesel-electric 
switching locomotive parts for Southern 
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Christmas appliance business this vear 


Pacific; $15,000 of lighting poles for Bay 
area navy yard and $25,000 air circuit 
breakers for a nearby shipyard; a 25-ton 
diesel electric locomotive and accessories, 
totaling $22,500 for an aggregate firm; and 
240,000 pounds of welding electrodes, cost- 
ing $17,500, for Kaiser’s No. 3 vard at 
Richmond. 

Consolidated Steel Corp. of Newport 
Beach was awarded a million dollar con- 
tract for tug and barge equipment for Bay 
area service. 


NEW YORK 


Present estimates indicate that military 
requirements will continue to run heavy for 
some months to come. 

The war news, together with the usual 
trading caution of the Christmas holiday 
season, imposed a restraining influence on 
the New York stock market last week. 

Civil engineering construction volume in 


‘continental United States totalled $20,225,- 


000 last week. This volume was 36 percent 
lower than in the preceding week and 42 
percent below the total reported to Engi- 
neering News-Record for the corresponding 
1943 week. Private construction for the 
week topped the preceding week by 56 
percent and was 40 percent above last 
year. Public construction, on the other 
hand, was 49 percent under the preceding 
week and 54 percent under a year ago due 
to the decline in federal work. The week’s 
construction brought 1944 volume to $]1,- 
706.603.000 for the 51 weeks, a decrease of 
44 percent from the $3,033,664,000 reported 
for the period in 1943. 


CHICAGO 


Absence of any real trends in the placing 
of orders for electrical equipment still ap- 
pears to parallel the tightness of WPB re- 
strictions. This statement appears true here 
although certain local manufacturers, with 
relatively specialized lines, have reported 
an upturn in orders during the past two 
months. In the immediate past a drop off 
in WPB equipment releases has been re- 
ported in this area, at least to electric utili- 
ties, and it would seem from this that any 
definite trends in the sale of equipment will 
not be noticeable for some time. 

On the other hand prime war contracts 
awarded to firms in the Chicago area are 
on the increase. During October. the most 
recent month for which data is available, 
contracts awarded showed an increase of 
$301.000.000 or 3.8 percent after contract 
cutbacks. 

Sales of electricity to ultimate customers 
by the 11] largest Illinois utilities in October 
increased 6.1 percent over October, 1943. 

The value of construction contracts 
awarded in Illinois in October 1944 was 
$11.737,000 an increase of 77.5 percent over 
the figure of October 1943 but a decrease 
of 29.1 percent from that of September 
1944. The large increase over October a 
year ago was due to gains in residential 
building of 67.9 percent and to the influ- 
ence of public works and utility construc- 
tion which more than tripled in value. 
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SEC DECISIONS—HEARINGS 





The Securities and Exchange Com- 
mission, in a series of orders recently 
issued affecting utility companies: 


Has Approvep Central Maine Power Co’s 
proposal to terminate the lease under 
which it operates the transportation sys- 
tem owned by its subsidiary, the Portland 
Railroad Co., sell the transportation sys- 
tem and dissolve Portland. Central Maine, 
a part of the New England Public Service 
Co. system, has accepted the bid of H. E. 
Salzberg, Inc., of $1,275,000 for the trans- 
portation system. The Salzberg firm oper- 
ates bus transit lines in Lewiston and 
Auburn, Maine. 


ADJOURNED HEARINGS on the question of 
the revocation of a commission order of 
eight years’ standing exempting Long Is- 
land Lighting Co. and its subsidiaries 
from the holding company act because of 
the action of the Federal District Court 
for the Eastern District of New York. The 
court at te request of the SEC entered a 
temporary order restraining Long Island 
from taking any steps to carry out the 
plan of reorganization approved recently 
by the New York Public Service Commis- 
sion. 


Has Approveo West Virginia Light, 
Heat & Power Co.’s sale of its electric pro- 
duction, transmission and distribution sys- 
tem to Monongahela West Penn Public 
Service Co., Fairmount, W. Va., for $427,- 
633. West Virginia is a wholly owned sub- 
sidiary of Associated Electric Co., operat- 
ing in Tyler, Marshall and Wetzel coun- 
ties, W. Va. Associated will acquire West 
Virginia’s assets following the sale and 
West Virginia will be dissolved. 


AuTHORIzED PayMENT by Commonwealth 
& Southern Corp. of a dividend of $1.25 a 
share on 1,482,000 shares of preferred stock 
outstanding. The commission said that the 
dividend might be paid on January 17 to 
stockholders of record of January 3. The 
payment will aggregate $1,852,500. 


Deniep Petition by Otis & Co., Cleve- 
land, to stay proceedings in the proposed 
liquidation of American Light & Traction 
Co. Otis holds ten preferred shares in 
American Light's parent, United Light & 
Power. It has asked the Supreme Court to 
exclude common stockholders of United 
Light from any participation in the dis- 
tribution of the common stock of Amer- 
ican Light & Railways Co., another subsidi- 
ary of United Light and an intermediate 
holding company of American Light & 
Traction. It sought a stay in American 
Light & Traction proceedings pending the 
court’s decision. 


Has Reveasep jurisdiction over $36,000 
in legal fees and expenses incurred by In- 
diana & Michigan Electric Co. in connec- 
tion with the issuance and sale of 120,000 
shares of cumulative preferred stock and 
related transactions. 


Has Approvep a plan for recapitaliza- 
tion of the Tide Water Power Co., pro- 
viding for the issuance of 98,893 new com- 
mon shares to retire outstanding common 
and preferred stock. Four of the new com- 
mon shares are to be issued for each of 
the 23,858 preferred shares. The General 
Gas & Electric Corp., holder of the 115,789 
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common shares, is to receive the remaining 
3,461 new shares in exchange for its b.1d- 
ings. Tide Water’s $6,065,500 of 5 percent 
bonds due in 1979 is to be redeemed at 104 
plus interest with Treasury cash and a 
$5,500,000 loan from the Chemical Bank & 
Trust Co. of New York. This note is to be 
repaid with proceeds from the sale of 
$4,500,000 of new first mortgage bonds and 
$1,000,000 of new sinking-fund debentures. 
Tide Water will absorb a wholly owned 
subsidiary, the Cape Fear Power Corp. 


Has Enpep hearings on the reorganiza- 
tion of the Buffalo Niagara & Eastern 
Power Corp. The hearings opened on 
November 9. 


Approvep Petition of the Central States 
Power & Light Corp. to extend the matur- 
ity date of its 5 percent debentures from 
January 1, 1945, to January 1, 1946. The 
company also requested t':e commission to 
apply to the Federal District Court at 
Wilmington, Del., to enforce the provisions 
and terms of the extension plan. 


Has Issuep an order approving the dis- 
solution of the El Paso Electric Co. (Del.) 
The residual assets consist primarily of 
the entire common stock of El Paso Elec- 
tric Co. (Tex.), which will be distributed 
to Engineers Public Service Co., as the 
sole common stockholder. 


Applications Filed 


Cirres Service Power & Licut Co. has 
filed a plan for the sale of all of its inter- 
est in the St. Joseph Railway, Light, Heat 
& Power Co. to the Continental Gas & 
Electric Corp. for a base price of $2,200,- 
000. Prior to the sale, Cities Service Power 
& Light and St. Joseph would make bal- 
ance sheet adjustments and reconstitute 
the corporate capital structure of St. 
Joseph. 


Cotumspia Gas & Exectric Corp. has 
filed a voluntary plan of integration and 
simplification. Under the proposal, existing 
preferred and common shares would be 
reclassified into a single class of capital 
stock. The distribution would give 63.55 
percent of the new stock to present pre- 
ferred and preference stockholders, and 
36.45 percent to present common stock- 
holders. In addition, Columbia proposed 
to separate its Cincinnati and Dayton 
groups of properties from the system and 





UTILITY REPORTS 


Net Income 


1944 1943 

*American Power & Light and 

subs $13,675,828 $16,019,607 
tCentral Maine Power . 3,247,612 3,340,795 
tDalias Power & Light 1,328,071 1,535,409 
tEngineers Public Service and 

subs ...-. 6,637,470 5,360,987 
tPublic Service New Hamp- 

shire 1,305,079 1,465,278 
*Southern California Edison. 9,845,776 9,912,487 
tTexas Electric Service 1,423,541 1,981,000 
tTexas Power & Light ; 2,512,952 2,744,922 





* Twelve months ended September 30. 
+ Twelve months ended October 3}. 
t Twelve months ended November 30. 
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distribute stock in the Cincinnati (ag ¢ 
Electric Co. and the Dayton Power g 
Light Co. among the holders of all presey 
Columbia stocks. The plan also contem 
plates a substantial reduction in the 
amount of indebtedness now outstanding 
against Columbia Gas. It is proposed tg 
reduce the debenture indebtedness fron 
$76,835,000 to approximately $60,000,0q 
by the retirement of certain publicly-held 
debentures and the refunding of those 
which remain. Upon consummation of the 
plan, Columbia Gas stated that it intende 
to retain as an integrated system its gas 
producing transmission and_ distributing 
companies in West Virginia, Pennsy)) anis 
Maryland, Kentucky and Ohio (other tha 
the Cincinnati and Dayton groups) and 
change the name of the company to the 
Columbia Gas Corp. 

INTERNATIONAL Utiities Corp. has 
asked for authorization to use treasury 
cash for the purchase of up to 4,200 share 
of its $2.50 preferred stock par $50 pe 
share. The shares purchased will be re 
tired. It is proposed that purchases } 
made on the market or privately, in the 
discretion of its officers, at prices prevailing 
on the New York Curb Exchange, but not 
exceeding $52.50 a share. International pro 
poses that no shares will be purchased fron 
its officers or directors. The commissio 
gave interesting parties until December 
to ask for a hearing. 

Servet, Inc. has filed a statement, cov 
ering the proposed offering of 60,00 
shares of $4.50 cumulative preferred stoc! 
of no par value. Proceeds from the sal 
of the stock will be added to the genera 
fund of the company, part of which may 
be expended for plant expansion, recon 
version and changes and for tools, machin- 
ery and equipment. 


Hearing Scheduled 


January 4: Ox South Carolina Power 
Co.’s proposed issuance of $8,000,000 of 
thirty-year first and refunding mortgage 
bonds to be sold under competitive bidding 
and $2,400,000 of installment promissory 
notes to be sold privately. 


Northern Illinois Utility 
Now Serving 24,800 Units 


More than 400 new farm customer: 
were added to the rural electric lines 
of the Public Service Co. of Northerr 
[linois during the first nine months of 
1944, pushing the total number of farm 
and rural units served with electricity 
past the 24,800 mark for the first time 
in the company’s 33-year history of 
bringing electric power to farmers. 

This year’s additions to date length- 
ened the company’s rural power line: 
by 50 miles to bring total mileage to 
more than 6,260 across a 16-county 
area in which approximately 86 per- 
cent of the farms now have electricity 
available. 

Reflecting the greater use of electri- 
city in the production of foods for the 
war, the company also reported an 
average use per farm customer of 
2,362 kw.-hr. for the year ended Sep- 
tember 30 as compared with 2,181 kw.- 
hr. a year earlier. 
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alis Government Power 
Distribution Plan Harmful 


Warning that the government’s power 


‘trivution program, if unaltered, vir- 
pally will prevent small operators from 


jaining power to maintain peace- 
me production schedules was issued 
ently by Harlan I. Peyton, president 


‘the Spokane, Wash., Chamber of 


mmerce, at a meeting of the North- 
est Mining Association. 

Emphasizing the decisive role indus- 
ial power rates will play in future 


yerations of the Pacific Northwest’s 


ht metals plants, Mr. Peyton criti- 
ed the Bonneville Power Adminis- 
ition’s sale of industrial power on a 
arly basis only, on grounds such an 
rangement is not practical for small 
erators. 
Revision of the government’s power 
tribution program so as to enable 
wate utilities to buy power and dis- 
bute it over their own lines to indus- 
es at rates profitable to both was 
wocated by Mr. Peyton. At the pres- 
time, Bonneville offers power at a 
arly rate of $17.50 per kw. on a con- 
ous basis, and power has been sold 
privately owned plants only under a 
emergency schedule, Mr. Peyton 
id, 


tility Sick Leave Plan 
Given WLB Approval 


4 joint sick leave plan submitted by 
- Portland General Electric Co. and 
¢ American Federation of Labor 
hons having members employed by 
-company has been approved by the 
i Regional War Labor Board “as a 
rt of unofficial guide in negotiations 
ding to voluntary applications.” 
Major points of the plan include a 
«day waiting period before an em- 
yee is eligible for benefits, medical 
idence of disability must be presented 
company forms, sick benefits will be 
d at straight time scale based on 
ily work week, sick benefits in year 
| be limited to ten days but can be 
mulative to 25 days. employees after 
years of service get an additiona) 
t for each year with a maximum of 25. 


bstation Completed 


Northern States Power Co., Eau 
ire, Wis., has virtually completed the 
« 12,000-kva. substation that will pro- 
power for the huge new Gillette 
eplant of the U.S. Rubber Co. there. 
re than $300,000 has been or is be- 
spent by the utility on the substation 
i two short 69-kyv. transmission cir- 
s associated with the project. 
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Sales Opportunities 


Vircinta—National Advisory Committee 
for Aeronautics, Langley Field, plans ex- 
tensions and improvements in local air- 
field, including buildings and other facili- 
ties with mechanical and electrical equip- 
ment. Also field lighting and other elec- 
trical extensions. Entire project will cost 
close to $825,000. 


Fioripa—-Kuder Citrus Products Co., 
Bartow, plans new one-story processing 
and packing plant on local site for pro- 
duction fer government. Cost estimated 
about $250,000, with machinery and elec- 
trical equipment. Financing by Defense 
Plan. Corporation. Work will begin soon. 


Inptana—Light and Water Department, 
Tipton, has preliminary plans under way 
for extensions and improvements in munic- 
ipal power plant, including installation of 
additional equipment. Cost estimated 
about $185,000. It is understood that proj- 
ect will be carried out as a post-war devel- 
opment. Worth N. Yoder is manager of de- 
partment and engineer in charge. 


FLoripA—Bureau of Yards and Docks, 
Navy Department, Washington, D. re. 
plans installation of motor-driven pump- 
ing machinery, controls and auxiliary 
equipment in connection with new water 
treatment plant and two 500,000-gal. water 
storage reservoirs at Naval Air Station. En- 
tire project will cost about $700,000. Pro- 
posed to ask bids at once. Elson T. Killam, 
142 Maiden Lane, New York, N. Y., is 


consulting engineer. 


Iowa-—-Municipal Power and Light De- 
partment, Pella, will receive bids until 
January 12 for extensions and improve- 
ments in municipal steam-electric power 
station, including (Section 1) furnishing 
and installing one 1,500-kw. turbine-gen- 
erator with exciter, generator oil cooler, 
piping, valves, gauges and other acces- 
sories, and (Section 2) furnishing and 
installing 1,800-sq. ft. surface condenser, 
with circulating water pumps, condensate 
removal pumps, steam jet air ejector, 
gauges, meters, etc., all as per plans and 
specifications on file. Brown Engineering 
Co., Valley Bank Bldg., Des Moines, is 
consulting engineer. 


CatirorniA—Board of County Super- 
visors, Hall of Records, Los Angeles, has 
plans maturing’ for installation of lighting 
system at baseball field and outdoor theater 
at Ladera Park. Bids will be asked soon. 
R. E. Shonerd, address noted, is county 
engineer in charge. 


Araska—New England Fish Co., Smith 
Tower Bldg., Seattle, Wash., has secured 
a priority rating for new fish processing 
and canning plant consisting of two main 
buildings, 60 by 360 ft., and 60 by 200 ft., 
one and two-story, in order noted. Cost 
estimated about $485,000, with machinery 
and electrical equipment. Work is sched- 
uled to begin soon. 


Sourn Dakxora—-Bureau of Reclama- 
tien, Denver, Colo., will receive bids until 
January 18 for tw6 27-in. hollow-jet valves 
with control stands, intermediate shafts. 
couplings, etc., for installation in outlet 
works, Deerfield Dam, Rapid Valley proj- 
ect. Equipment will be installed by gov- 
ernment (Specifications 1788-D). 


Tennessee—Knox County Water Co., 
102 East Broadway, Knoxville, plans in- 
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5756 West 3rd St., 


stallation of motor-driven pumping ma- 
chinery with controls and auxiliary equip- 
ment in connection with new filter plant 
and other extensions in system. Project 
will be a post-war development and is esti- 
mated to cost about $125,000. 


MicnicAN—United States Rubber Co., 
6600 East Jefferson St., Detroit, has con- 
tracted with government for installation of 
additional machinery, electrical equipment 
and other facilities in local plant, where 
large expansion program is now under 
way. Cost about $2,200,000, with financing 
by Defense Plant Corporation. Work will 
be carried out soon. 


CALirorNiA—Board of Directors, Los 
Angeles Sanatorium, 208 West 8th St., Los 
Angeles, plans installation of complete 
electrical utilities, fixtures and facilities in 
connection with proposed extensions in in- 
stitution including outside distribution 
lines, lighting system, controls, ete. Addi- 
tions will be made in power house. A num- 
ber of new buildings will be erected, with 
entire project to cost about $1,000,000. It 
is understood that application will be made 
for a priority rating. Max Maltzman, 3017 
Buckingham Rd.; Benjamin Wiseman, 
5927 Franklin Ave.: and Harry Herzog, 
all Los Angeles, are 
architects. 

Ono Spencer Kellogg & Sons, Inc., 
Niagara Sq., Buffalo, N. Y., manufacturer 
of linseed, soybean, castor and other oils, 
plans new soybean processing and extrac- 
tion plant, comprising several one-story 
buildings and elevator, with mechanical 
and electrical equipment. A power plant 
will be built. Entire project will cost over 
$2,500,000. A priority rating is being se- 
cured. 


VirciniA--Bureau of Yards and Docks, 
Navy Department. Washington, D. C., plans 
extensions and improvements in pumping 
station at Navy Yard, with installation of 
motor-driven pumping machinery, controls 
and auxiliary equipment. Fund of $240,000 
has been authorized for this and other work 
at yard. Work will be carried out soon. 


Water and Light Depart- 
ment. Cashton, has work under way on 
addition to municipal power plant. Addi- 
tional equipment will be installed for in- 
creased capacity. No estimate of cost an- 
nounced. 


WISCONSIN 


Honeymead Products Co., 
850 10th St., S.W., Cedar Rapids, Iowa, 
manufacturer of soybean products, has 
plans for new soybean processing plant; 
tract of land has been acquired. It will 
consist of several production units, with 
storage and distribution buildings. Cost 
estimated close to $500,000, with machin- 
ery and electrical equipment. Project will 
have a priority rating and work is sched- 
uled to begin soon. 


Outo——-Libbey-Owens-Ford Glass  Co., 
Nicholas Bldg., has approved plans for ex- 
tensions and improvements in sheet glass 
plant including installation of an electric 
furnace with controls and auxiliary equip- 
ment, and other mechanical and electrical 
equipment for different pliant service. En- 
tire project is reported to cost close to 
$200.000. Stone & Webster Engineering 
Corp., 49 Federal St., Boston, Mass., is 
engineer and will supervise project. 


MINNESOTA. 





Automatic Recloser 





Type AR Automatic O.C.5 ecloser: 2400 
3,800 v.: breaker ratings 5, IC, 15, 25 and 
50.amp.: Westinghouse Electric and Mfg. Co., 


Recloser operates a maximum of three 
times on temporary faults with a two 
second intervening time icterval. If fault 
clears, it automatically resets to original 
position; if permanent, it will lock out 
and open the circuit on the fourth opera- 
tion. Time delay on tripping is said to 
permit coordination of several reclosers in 
series, and coordination of the reclosers 
with fuses. Unit has a built-in lightning 
arrester, a reco.‘er to count number of 
operations and a visible oil gauge. 


Connectors 





Aluminum power connectors: alu 
Burndy Engineering Co., 197 Brucen 
va New * « 54 N.Y 





‘ 


Connector made of heat-treated alu- 
minum alloy for ise on station busses. De- 
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sign is said to compensate for differences 
in electrical and physical properties of 
copper and aluminum. The connectors are 
available in full range of types and sizes. 


Molding Compound 


Formulation HM-122"' molding compound: 
range of transparent, translucent and opaque 

for both indoor and outdoor use. Plas- 
ment, E. 1. du Pont de Nemours & 
ngton, N. J. 


+ 





New formulation of Lucite methyl meth- 
acrylate resin is reported to have heat 
resistance 30 to 40 deg. F. higher than gen- 
eral-purpose powders, and faster setting 
properties. Output now is allocated to es- 
sential uses, such as colored caps for 
switchboard light signals, airfield landing 
light lenses, relay box covers, battery 
adapters and control wheel knobs. 


Cable Terminator 





Cable terminator: O. 
turing Co., Brooklyn, } 


Z. Electrical Manufac- 
v 


Cable terminator designed for use with 
lead, rubber or braid covered cable (single 
or multiple) carrying up to 750 volts. It 
has a pressure bushing on the head which 
compresses split rubber rings between two 
canvas Bakelite disks. This is said to 
seal the fitting and to prevent compound 
leakage. The terminator can be furnished 
in cadmium-plated malleable iron, bronze 
or aluminum for l-in. to 6-in. conduit. 


Photometer 


Trane «ec n nhoatar bor 4 , or de- WM 
3 > . € 4 ¥ 4 4 4 

nad: General Electric Co., Schenec- 

a ¢ 

Photometer for measuring light trans 
mission through solutions is said to assist 
in spectrographic analysis of metals and 
in microcolorimetric and microchemica! 


analyses. Requires a constant power sup- 
ply of 6 v., a.c. or d.c., and has a demand 
of 30 amp. It consists essentially of a 


light source, an optical system, galvano- 
meter, light-sensitive cell, and a mechanical! 
stage for accommodating the plate. 





a ‘bd 


Reverse current cutout; cap. 25 and 10 

1S and 30 v. d.c.: opening reverse + 
3 and 5 amp.; Eclipse-Pioneer Division, Beng 
Aviation Corp., Teterboro, N. J. 


Cutouts designed to prevent revers; 
of current to generators in aircra! 
supply systems, using generators and | 
teries as a power source. Said to ay} 
matically disconnect the generat: 
the system when generator volta; 
below system voltage. 


Hook 





Direct-line swaged hook: sizes for '/, 3/14 ar 
l-in. cable; alloy steel: West-Marquis 
510 W. Sixth St., Los Angeles 14, Calif 


Hook has straight shank which ca 
swaged to the cable. It is so designed: 
the load is applied on a line with ¢ 
cable. It is stated that tests have 
the holding power exceeds capacity 
cable. Among features reported are 4 
tened sides, smooth inside surface, rou 
throat, ample radius, and finished 


Constant Level_Lubricator 


Style B lubricator: |, 2, 4, 8 and 16 siz2q 
Oil-Rite Corp., 3475 S. [3th St., Milwaure 
Wis. 


Consists of two parts—base and 
voir. Base has bottom and side outlets 
oil. Air vents can be connected 
or a breather tube on the bearing 
to have large passages for oil and 
ervoir is sealed to collar with 4 
ment. Thumbscrew is said to permit qq h 
and quick removal for refilling. Said t 
time in “hard to get at” motor and 
ing bearings. 


BUYING ELECTRICAL EQUIPMENT 
McGraw-Hill’s Electrica] Buyers Relere 
is a convenient place to look firs! 
manufacturers’ product data, names 
addresses. Peas 


ELECTRICAL WORLD @ December 26 








Because of the hasic importance of adequate wir- 
ing to the entire electrical industry, Anaconda is 
presenting messages like this in a wide list of na- 
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of THINK of your electrified home tocome...bigand —_Jater in breakdowns and expensive alterations. 

q ° ‘ e ° om . ° 

little appliances of all kinds . . . advanced heating Manufacturers! Apply this in terms of industrial 

pel . air-conditioning ... better lighting ... tele- |= equipment in jour business. The problem’s the 
vision... All fine servants—but they will be handi- | same. Make sure you have ample electrical capacity 
capped if you give them insufficient electrical ca- to meet the huge future increases in electrical usage 

os pacity. sure to come. In plants too, planned wiring will 

| So often electrical wiring plans are based on past cost a Jot less than unplanned wiring. 

ae clectrical experience —a poor guide to the needs of Before structures get out of the planning stage, 
peak loads to come. It’s far safer to plan reserve ca- it will pay to consult electrical contractor, utility 
pacity in line with the huge future increase inelec- power engineer, plant power cagineer. They'll 

fil trical usage. You'll save yourself plenty of grief agree that it’s always wiser to Wire Ahead! 44288 
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25 Broadway, New York 4... Sales Offices in Principal Cities 
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tional publications. 


IT’S YOUR POSTWAR ELECTRICAL HOME 


— $2 that i worke/ 
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HERE ARE SCENES FROM | 
A-C'S NEW MOVIE - 
“TORNADO IN A BOX” © 


NEW MOVIE EXPLAINS THE 





‘Air inside the humidor expands after heat from the blow- 
orch increases its pressure . Then we can put it to work,” 


Turbine 


Now—for the first time 
in simple, everyday 
terms— Businessmen 

and Engineers can get 
the complete history, 

development and 

| operation theory of 

| ' the Gas Turbine 

| in Ailis-Chalmers new, 

sound motion picture, 
“Tornado in a Box”. 


ALLIS: 
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dtu in the Bo:ton Symphony, Blue Network Sat. Eve. , 
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starting motor, compressor, combustion chamber and turbine.” 
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see how fhe cycle works in terms of temperature. 
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16 MM. PRINTS FREE 


Film runs 28 minutes. 16 mm. prints available for 
loan — to be used on sound projectors only. Fill in 
and mail coupon to Allis-Chalmers, Milwaukee 1, Wis. 
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